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INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 USIE-00 
TRSE-00 EUR- 12 ERDA-05 ISO-OO ERDE-00 SSO-OO /026 W 

251727Z 105483/41 

0 251729Z MAR 77 

FM USMISSION OECD PARIS 

TO SECSTATE WASH DC IMMEDIATE 5881 

CONFIDENTIAL OECD PARIS 08854 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, CZ, GW 

SUBJ: GERMAN PCM SYSTEM TO CZECHOSLOVAKIA IL 1572 
REF: COCOM DOC (77) 238 

1 . URGENCY PROCEDURE: ONE PCM SYSTEM AD-8 WITH 
ACCESSORIES, VALUE $14,092. 

2. END USER RESEARCH INSTITUTE OF ELECTRICAL MACHINES 
BRNO, FOR USE WITH CZECH-BUILT TESLA MAGNETIC TAPE 

UNIT FOR MEASUREMENT OF VARIOUS PARAMETERS OF ELECTRICAL 
MACHINES, E.G., PRESSURE, FORC, VIBRATIONS ETC. 

BROCHURES PROVIDED WITH COCOM DOC (74) 386. SEE ALSO 
COCOM DOC (75) 129 FOR SIMILAR EXPORT. 

3. FOREIGN CURRENCY ALLOCATION EXPIRES MAR 3 1 . 

REQUEST INSTRUCTIONS ASAP. 

TURNER 


CONFIDENTIAL 
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Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 01 -Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2996706 
Secure: OPEN 
Status: NATIVE 

Subject: GERMAN PCM SYSTEM TO CZECHOSLOVAKIA - IL 1 572 
TAGS: ESTC, CZ, GE, COCOM 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/3437d0b1-c288-dd11-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



